To:  Peter  Foster[pfoster@wrightwater.com] 

From:  Wall,  Dan 

Sent:  Thur  8/1 3/201 5 6:20:44  PM 

Subject:  RE:  Gold  King  ER  Cl  50803  Complete 


That  may  be  the  be  project  number  as  well. 


From;  Peter  Foster  [mailto:pfoster@wrightwater.com] 
Sent:  Thursday,  August  13,  2015  11:46  AM 
To:  Wall,  Dan 

Subject:  RE:  Gold  King  ER  Cl 50803  Complete 


Dan  do  you  have  an  updated  map  on  sample  sites.  I don’t  have  an  A-98  on  the  maps  that  I have 
received  from  you  thus  far. 


Pete 


Peter  R.  Foster,  P.E. 

Vice  President 

Wright  Water  Engineers,  Inc. 

Over  50  Years  of  Service 

1666  N.  Main  Ave.,  Suite  C 
Durango,  CO  81301 

(970)259-7411 

(970)  259-8758  FAX 
HTTP://www.  wriqhtwater.com 


BY  RECEIVING  THIS  ELECTRONIC  INFORMATION,  including  all  attachments,  the  receiver  agrees  that  this  data  may  not  be  modified  or  transferred 
to  any  other  party  without  the  prior  written  consent  of  VWight  Water  Engineers,  that  this  electronic  information  may  not  necessarily  represent  the 
information  shown  on  the  recorded  or  approved  final  developments  and/or  documents,  and  that  the  receiver  is  responsible  for  verifying  the  information 
contained  within  the  electronic  data  against  the  recorded  or  approved  final  documents.  This  privileged  and  confidential  information  is  intended  only  for 
the  use  of  the  individuals  named  above.  If  you  are  not  the  intended  recipient,  be  aware  that  any  disclosure,  copying,  distribution  or  use  of  the  contents 
of  this  message  is  prohibited.  Anyone  who  receives  this  communication  in  error  should  notify  us  immediately  by  reply  e-mail, 


From;  Wall,  Dan  [mailto:wall.dan@epa.gov] 
Sent:  Thursday,  August  13,  2015  9:41  AM 


1786652 


ED  000552B  00068569-00001 


To:  Marcie  Demmy  Bidwell  <marcie@mountaiiistudies.org>:  heather.drissel@state.co.iis:  Peter 
Foster  <pfoster@,wrightwater.com> 

Subject:  FW:  Gold  King  ER  Cl 50803  Complete 


NOT  validated 


From:  Walker,  Scott 

Sent:  Wednesday,  August  12,  2015  5:10  PM 

To:  McComb,  Martin;  Myers,  Craig;  Stevenson,  Peter;  Way,  Steven 

Cc:  Goodrich,  Donald;  Christenson,  Dave;  Wall,  Dan;  Megan  Adamczyk;  Pryhoda,  Moira 

Subject:  Gold  King  ER  Cl 50803  Complete 


Attached  is  the  final  EDD  and  report  for  Cl 50803,  which  includes  TDS/TSS  results.  FYI,  the  1 1 
sediment  samples  received  today  were  dried  and  digested  for  analysis  first  thing  tomorrow 
morning.  If  all  goes  well,  I should  have  results  by  noon  tomorrow. 


Scott  Walker 

Senior  Chemist  - TechLaw,  Inc. 

EPA  Region  8 Laboratory 
16194  W.  45th  Dr. 

Golden,  CO  80403 
(303)  312-7726 -direct 
(303)  312-7801  - fax 
(303)  453-901 8 -cell 

®Tliis  message  is  composed  of  100%  recycled  electrons,  no  trees  were  banned  in  the  sending  of  this  e-mail. 
However  billions  of  electrons  were  temporarily  inconvenienced.^ 
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